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UNCLASSIFIED 

PAGE 01 ABU DH 01312 170915Z 
11 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

046409 

R 170705Z MAY 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4344 
AMEMBASSY KUWAIT 
AMEMBASSY TEHRAN 

UNCLAS ABU DHABI 1312 

E.O. 11652: NA 
TAGS: BTIO, TC 

SUB J : FOEIGN GOVERNMENT TENDER :DF,S AT, TNATTON PLANT OF MULTI- 
STAGE FLASH DESIGN TO BE CONSTRUCTED AT HAMRIYYAH NEAR 
UMM-AL-QUWAIN. 

1. 520/01/T0019 
2. 13576 

3. A.M. BARAKAT 

4. 520 UNITED ARAB EMIRATES 

5. N. 

6. A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NONRE- 
FUND ABLE FEE OF 2500 DIRHAM (IF IN UAE) AND 

300 POUNDS STERLING (IF COLLECTED IN LONDON). 

6. B. THE CHAIRMAN 

6. C. PERMANENT COMMITTEE FOR PROJECTS 
MINISTRY OF PLANNING - P.O. BOX 2847-ABU DHABI, 

UAE 

7. N4251 

8. 8/22/76 - 1700 (/4 
9.201 

10. 99232 04 

INVITATION TO TENDER READS AS 
FOOLOWS: 

MINISTRY OF ELECTRICITY 
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P.O. BOX 1672, DUBAI 

ADVERTISEMENT 

THE MINISTRY OF ELECTRICITY AND WATER FOR THE UNITED 
ARAB EMIRATES INVITES TENDERS FOR THE FOLLOWING 
WORKS: 

TENDER # N4251 SEPCIFICATIONS #N21. 6/1379 
DESALINATION PLANT OF MULTI-STAGE FLASH DESIGN AT 
THE FEDERAL POWER STATION TO BE CONSTRUCTED AT 
HAMRIYYAH NEAR UMM-AL-QUWAIN. THE PLANT WILL 
CONSIST OF THREE LINES EACH OF 13.640M PER DAY 
CAPACITY INCLUDING ALL MECHANICAL AND ELECTRICAL 
PLANT AND EQUIPMENT BUT EXCLUDING CIVIL ENGINEERING 
WORKS. STEAM AND ELECTRICAL POWER WILL BE PROVIDED 
BY OTHERS. 

APPLICATIONS FOR TENDER DOCUMENTS SHOULD BE MADE 
DURING NORMAL OFFICE HOURS AT THE MINISTRY'S OFFICE 
IN ABU DHABI OR DUBAI IN THE UAE. 

OR AT THE UAE EMBASSY IN LONDON. ONLY TENDERERS 
WHO HAVE HAD ENGINEERED SIMILAR INSTALLATIONS 
IN EXCESS OF 3500M CUBE PER DAY WHICH ARE ALREADY 
IN SERVICE WILL BE CONSIDERED. 

EACH TENDER FEE IS DIRHAM 2500 IF COLLECTED IN UAE 
OR 300 POUNDS STERLING IF COLLECTED IN LONDON 
PAYABLE IN EACH ONLY AND IS NOT REFUNDABLE. TENDER 
DOCUMENTS WILL BE AVAILABLE FROM 24TH MAY, 1976. 
TENDERS MUST BE VALID FOR A 100 DAYS. 

TENDERS MUST BE ACCOMPANIED BY A BID BOND IN THE 
FORM OF AN UNCONDITIONAL BANK GUARANTEE OF DIRHAM 
8,000,000 (8 MILLION) VALID FOR 130 DAYS. THE 
SUCCESSFUL TENDERER WILL BE REQUIRED TO REPLACE 
THIS WITH A PERFORMANCE BOND EQUAL TO 10 PERCENT 
OF THE TOTAL CONTRACT SUM FOR THE PERIOD OF THE 
CONTRACT. THE TENDER DOCUMENTS MUST BE COMPLETE 
AND SUBMITTED IN QUADRUPLICATE. EACH COPY SHALT. 
UNCLASSIFIED 
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BE ENCLOSED IN A PLAIN ENVELOPE NOT BEARING ANY 
IDENTIFICATION OF THE TENDERER AND MARKET ONLY 
ON THE OUTSIDE WITH THE TENDER NUMBER AND TITLE 
"DESALINATION PLANT". 

FOUR COPIES SHALL BE ADDRESSED TO: 

HIS EXCELLENCY THE CHAIRMAN 
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THE PERMANENT COMMITTEE FOR 
PROJECT, 

MINISTRY OF PLANNING 
PO BOX 2847 - ABU DHABI-UAE 

TENDERS MUST BE RECEIVED NOT LATER THAN 1700 HRS 
ON 22ND AUGUST, 1976. 

THIS ADVERTISEMENT IS A COMPLEMENTARY PART OF 
THE TENDER DOCUMENT. 

IT IS IMPORTANT THAT THE PLANT IS IN COMMERICAL 
SERVICE AS EARLY AS POSSIBLE IN 1979. 

ABDULLA BIN HUMAID AL QASSIMI 
STERNER 
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